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Message Text 


1 . REIZO KIKUCHI, HOME ADDRESS 1-28-7 WADA, SUGINAMI KU, 

TOKYO, WAS BORN MARCH 22, 1924, IN SHANGHI, CHIAN, OF JAPANESE 
PARENTS. HE WAS GRADUATED FROM SHOWA MEDICAL UNIVERSITY IN 
1949 AND REGISTERED IN THE MINISTRY OF WELFARE, MEDICAL 
AFFAIRS BUREAU ROSTER (ISEKIBO) UNDER NO. 128827 AS A DOCTOR. 

HE WORKED AT THE KUDANZAKA HOSPITAL, KANDA, TOKYO FROM 1950 
TO 1955 AS A SURGEON AND GYNECOLOGIST. DURING THIS PERIOD 
HE ATTENDED THE TOKYO MEDICAL UNIVERSITY FROM 1952 TO 1955 
AND OBTAINED A DOCTOR'S DEGREE IN MEDICINE FROM THAT 
UNIVERSITY IN 1955. HE STARTED PRACTICING AS A GENERAL 
PRACTITIONER AT HIS HOME FROM 1955. HE HAS TAKEN AN INTEREST 
IN AERONAUTICAL MEEDICINE SINCE 1965 AND HAS SINCE 
ATTENDED ALL THE MEETINGS OF THE AERONAUTICAL MEDICAL 
SOCIETY IN THE UNITED STATES. FOR THIS REASON HE HAS 
SUBMITTED HIS APPLICATION FOR DESIGNATION AS AN 
AVIATION MEDIAL EXAMINER. 
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